Who can and can't take Lorcaserin? 


Who can take Lorcaserin? 

Lorcaserin, marketed under the brand name Belviq is a 
weight-loss drug developed . It reduces appetite by activating a type 
of serotonin receptor known as the 5-HT2C receptor in a region of 
the brain called the hypothalamus, which is known to control 
appetite. 

Lorcaserin powder is specifically indicated as an adjunct to a 
reduced-calorie diet and increased physical activity for chronic 
weight management in clinically obese adults (BMI of 30 kg/m2 or 
greater) and overweight adults (BMI of 27 kg/m2 or greater) with at 
least one weight-related comorbid condition.To maintain weight 
loss long-term, you'll have to make permanent changes to your diet 
and exercise habits. Like all weight loss medications, lorcaserin 
powder is only recommended under the supervision of your obesity 
medicine doctor. 

Who can not take lorcaserin? 

Do not use lorcaserin if you are pregnant. Weight loss during 
pregnancy can harm an unborn baby, even if you are overweight. 
Tell your doctor right away if you become pregnant during 



treatment.Also lorcaserin is not approved for use by anyone 
younger than 18 years old. 


To make sure lorcaserin is safe for you, tell your doctor if you 
have: 
diabetes; 

congestive heart failure; 
a heart valve disorder; 

a heart condition such as "AV block" (2nd or 3rd degree); 
sickle cell anemia; 
leukemia or myeloma; 
kidney or liver disease; or 

a physical deformity of the penis (such as Peyronie's disease). 

It is not known whether lorcaserin passes into breast milk or if it 
could harm a nursing baby. You should not breast-feed while using 
this medicine. 
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